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Patrolman Donald Quinn, Auburn, New York, Police 
Department advised on April 8, 1965, that his brother, Richard 
Quinn, 28 Penguin Trailer Park, Cortland, New York, after 
reading the March, 1965, issue of '’Reader's Digest” magazine 
which contained an article concerning the above -captioned indi- 
vidual, indicated that he believed an individual by the name of 
Charles Zee, 25 Penguin Trailer Park, Cortland, New York, uho 
works for the Smith-Corona Merchant Company, fits the descrip- 
tion of Bormacm. 



Bormann was born June 17, 1900, and was described in 
1947 as follows: 



Height: 

Build: 

Hair: 



5 ' 3” to 5'7” 

Stocky, very broad shoulders, 
slightly knock-kneed 
Thin strands of dark brown 
hair, graying slightly, 
bald in center of cranium 



Eyes : 

Voice: 
Complexion : 

Scars: 



Gray 

Deep 

Almost Chinese yellow, prob- 
ably result of malaria 
S" shaped dueling scar on 
left cheek 



Robert Strom, Personnel Supervisor, Smith-Corona 
Marchant Company, Groton, New York, advised on May 20, 1965, 
that the records of his office reveal no Charles Zea working 
in the Sm ith-Corona plant at Groton, New York. Mr. Strom 
said that a Charles Zeh, who lived at the Penguin Trailer 
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Park, Cortland, New York, worked in the South Cortland Division 
of Smith-Corona. Mr. Strom said that he is personally 
acquainted with this Charles Zeh. 

Mr. Strom said that Zeh worked for the General Elec- 
tric Company in Vermont in 1957, and Worked for the General 
Electric Company, Cathode Ray Department, Syracuse, New York, 
until he was, employed by Smith-Corona on January 15, 1964. 



The following description of Charles Zeh was 
obtained from interview of Robert Strom and from personnel 
records: 



Race: 

Sex: 

Date of birth: 
Height: 

Weight: 

Hair: 

Build r' 

Sociai Security 
Number: 
Accent: 

Marital status: 

Glasses: 

Address: 



White 

Male 

November 30, 1922 
5' 9” to •5*10" 

175 pounds 
Dark, full crop 
Medium- large 

074-16-9982 

None 

Married, children by previous 
marriage 

May wear glasses for reading 
Penguin Trailer Park, 
Cortland, New York 
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